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"CLICK" DUE TO OFFSETS FROM RETURN BUFFER, REMOVE 1C SOCKETS 

7/26/99 EC03538 TAZ ADJUST MUTE TRIMS FOR REVOO PCB. 

CHANGE R71 FROM 825R TO 2K0, AND R64 FROM 2K0 TO 221R 
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